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SUBJECT: US HYPOID GENERATORS TO POLAND - IE 1088 

REF: A) COCOM DOC (75)25 
B) OECD PARIS 1646 

INELATION IS PART OF THE REASON EOR THE DIEEERENCE IN UNIT 
COST OF HYPOID GENERATORS IN THIS CASE AND GENERATOR 
IN DOC(74)2444. PRICE WAS INCREASED AFTER APPLICATION EOR 
EXPORT TO USSR WAS SUBMITTED. IN ADDITION THE TOOLING 
IS DIEFERENT. THE GENERATORS EOR POLAND HAVE DIEFERENT 
SHARPENERS WHICH ADDS TO THE COST. KISSINGER 
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